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AFFIDAVIT OF ACCURACY 


I, Lida Vros, hereby certify that the following is, to 
the best o£ my knowledge and belief, a true and 
accurate translation of the Smoking Behavior 
Questionnaire, from English into Spanish. This 
translation was completed on September 11, 2003. 
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AFFIDAVIT OF ACCURACY 


I, Lida Vros, hereby certify that the following is, to 
the best of my knowledge and belief, a true and 
accurate translation of the Diet, Consumption and 
Physical Activity Questionnaire, from English into 
Spanish. This translation was completed on September 

II, 2003. 
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AFFIDAVIT OF ACCURACY 


I, Lida Vros, hereby certify that the following is, to 
the best of my knowledge and belief, a true and 
accurate translation of the Fagerstrom Scale, from 
English into Spanish. This translation was completed 
on Septernber 11, 2003. 
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